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Gentlemen, 

I  hare  the  honour  to  present  to  you  my  Sixth  Annual  Report  of  the 
Vital  Statistics  and  Sanitary  Condition  of  the  City  of  Ripon  for  the  year 
ending  31st  December,  1903. 

I  have  received  and  filled  up  the  usual  returns  from  the  Local  Govern¬ 
ment  Board  and  West  Riding  County  Council,  copies  of  which  are  annexed 
hereto. 

I  have  shewn  in  these  Returns  the  Deaths  in  Public  Institutions  apart 
from  the  rest  of  the  City,  and  also  the  number  of  deaths  occurring  in  the  City 
of  persons  not  belonging  thereto.  A  summary  of  these  returns  gives  the 
following  particulars. 

Births. 

During  the  year  1903  the  number  of  Births  registered  was  198  as 
compared  with  164  in  the  year  1902,  of  which  107  were  males  and  91  females, 
giving  a  Birth-rate  of  23‘2  per  1000.  The  Birth-rate  for  1902  was  199  per 
1000,  and  in  1901  24*7,  so  that  the  above  rate  shews  some  improvement  upon 
the  previous  year,  although  it  is  still  low.  The  Birth-rate  for  the  West 
Riding  in  1902  was  28-7.  Of  the  above  births  9  were  illegitimate,  as 
oompared  with  14  in  1902,  and  7  in  1901. 
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Deaths. 

The  total  number  of  Deaths  registered  in  the  City  in  1903  was  145, 
as  compared  with  124  in  1902,  of  which  79  were  males  and  66  females.  Of 
these  9  were  persons  non-resident  in  the  City.  20  deaths  occurred  in  the 
Union  Workhouse,  7  in  the  Cottage  Hospital,  leaving  118  for  the  remainder 
of  the  City.  There  was  1  death  in  the  Leeds  Infirmary  of  a  person  belonging 
to  the  City. 

The  above  figures  give  a  Death-rate  for  the  whole  City  of  161  per 
1000,  or  exclusive  of  Public  Institutions,  13  8  per  1000. 

The  Death-rate  for  the  whole  City  in  1902  was  145  per  1000,  and  in 
1901  173  per  1000,  and  for  the  West  Biding  (exclusive  of  the  County 
Boroughs  of  Leeds,  Bradford,  Halifax,  and  Huddersfield)  for  the  year  1902 
was  15‘8  per  1000. 

The  above  death-rate,  though  shewiug  a  slight  increase  on  that  of 
1902,  is  not  by  any  means  high,  and  is  below  the  average  of  preceding  years. 

Infantile  Mortality. 

Of  the  Deaths  registered  in  the  City  during  the  past  year,  18  have 
occurred  in  infants  under  one  year  of  age,  being  at  the  rate  of  90  per  1000  of 
the  Birth-race,  as  compared  with  134  per  1000  in  the  year  1902,  and  102  per 
1000  in  1901.  The  rate  of  Infantile  Mortality  in  the  West  Riding  in  1002 
was  138  per  1000. 

It  is  with  the  utmost  satisfaction  that  I  am  able  to  record  that  the 
proportion  of  infants  dying  under  one  year  of  age  is  considerably  lower  than 
has  been  the  case  for  some  years,  and  that  the  rate  of  Infantile  Mortality  is 
much  below  the  average.  The  above  low  rate  is  probably  due  to  a  certain 
extent  to  climatic  conditions,  there  having  been  no  epidemic  of  Diarrhoea, 
such  as  frequently  occurs  during  the  hot  summer  months,  and  proves  fatal 
amongst  infants.  During  the  past  summer  there  has  been  no  prolonged  hot 
weather,  and  not  a  single  death  from  diarrhoea  in  children  has  been 
registered.  At  the  same  time  I  think  one  may  fairly  attribute  the  improve¬ 
ment  in  part  to  the  better  sanitary  condition  of  the  dwellings  of  the  working 
classes,  as  well  as  to  an  improved  knowledge  of  the  proper  methods  of  feeding 
and  rearing  infants.  Whatever  the  cause  may  be,  it  is  a  matter  for 
congatulation  that  the  rate  of  Infantile  Mortality  is  so  low,  shewing  as  it 
does  an  improvement  in  the  general  sanitary  condition  of  the  community. 
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Mortality  at 

Groups  of 

Ages 

Under  1  year 

....  •••• 

18 

1  —  5 

....  .... 

13 

5  —  15 

....  .... 

6 

15  —  25 

8 

25  —  65 

....  .... 

55 

65  aud  upwards 

45 

Total  145 


Zymotic  Diseases. 

During  the  year  1903  there  were  5  deaths  from  Zymotic  Disease,  viz.  : 
3  from  Croup,  1  from  Enteric  Fever,  aud  1  from  Diarrhoea,  The  above 
figures  give  a  Zymotic  Deatb-rate  of  "5  per  1000,  as  compared  with  -7  per 
1000  in  1902.  aud  l-07  per  1000  iu  1901.  The  Zymotic  Death-rate  of  the 
West  Biding  in  1902  was  153.  The  above  rate  for  the  City  is  a  very  low 
one,  aud  is  a  very  satisfactory  record. 

Other  Diseases. 

During  1903  there  have  been  12  deaths  from  Phthisis,  6  from  other 
forms  of  Tubercular  Disease,  8  from  Bronchitis,  6  from  Pneumonia,  6  from 
Malignant  Disease,  21  from  Heart  Disease,  4  from  Accidents,  21  from  Senile 
Decay,  and  the  rest  from  various  causes. 

Infectious  Diseases. 

During  the  past  year  I  have  received  55  notifications  of  Infectious 
Disease,  viz. .•■ — 7  of  Scarlet  Fever,  34  of  Diphtheria,  1  of  Enteric  Fever,  12  of 
Erysipelas,  and  1  from  Croup.  Of  these,  24  were  removed  to  the  Fever 
Hospital,  viz. : — 17  of  Diphtheria,  and  7  of  Scarlet  Fever. 

The  epidemic  of  Scarlet  Fever  which  prevailed  more  or  less  during  the 
year  1902,  and  to  which  I  alluded  in  my  last  Annual  Report,  came  to  an  end  in 
the  first  quarter  of  last  year.  In  the  second  quarter  several  cases  of 
Diphtheria  were  reported  to  me.  One  of  the  first  cases  was  that  of  a  person 
who  had  just  arrived  from  Middlesbro’,  and  had  imported  the  disease-  The 
complaint  spread,  and  it  was  not  until  the  last  quarter  of  the  year  that  the 
Epidemic  ceased.  Almost  invariably  the  cases  were  of  a  particularly  mild 
type,  as  evidenced  by  the  fact  that  not  a  single  death  occurred  from  the 
disease,  but  this  same  mildness,  as  I  stated  in  my  last  Quarterly  Report, 
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has  in  many  instances  been  the  reason  of  the  complaint  spreading,  as 
frequently  medical  advice  has  not  been  sought  until  the  disease  has  been 
communicated  to  others.  So  mild  were  many  of  the  cases  that  it  was  im¬ 
possible  to  make  a  certain  diagnosis  until  a  bacteriological  examination  had 
been  made  at  the  County  Laboratory  to  ascertain  if  the  Specific  Bacillus  of 
Diphtheria  was  present,  and  I  have  no  hesitation  in  saying  that  not  a  very 
great  many  years  ago  most  of  these  cases  would  not  have  been  returned  as 
Diphtheria  at  all.  In  every  instance  where  there  was  the  slightest  doubt 
about  a  diagnosis,  a  specimen  was  sent  to  Wakefield  for  examination,  and  it 
is  impossible  to  over-estimate  the  great  value  to  the  community  of  the  work 
that  is  done  at  the  County  Laboratory  in  the  cause  of  sanitation. 

In  all  those  instances  where  isolation  could  not  be  perfectly  carried 
out  at  home  I  had  the  cases  removed  to  the  Fever  Hospital. 

In  connection  with  this  part  of  my  Report  1  may  mention  that  32 
specimens  were  sent  last  year  from  this  Sanitary  District  for  bacteriological 
examination  at  the  County  Laboratory,  viz.,  2  of  Enteric  Fever,  29  of 
Diphtheria,  and  1  of  Sputum  (for  tubercle  bacilli). 

In  October  last  I  received  a  notification  that  a  Ripon  man,  who  had 
been  in  Lincoln  gaol,  had  been  set  at  liberty,  and  that  he  had  been  in  contact 
with  another  prisoner  who  had  developed  Small  Pox.  I  interviewed  the  man 
immediately  upon  his  arrival  at  Ripon,  and  he  agreed  for  a  consideration  to 
remain  in  isolation  in  the  hospital  at  Lark  Hill.  Fortunately  he  had  not 
contracted  the  disease,  and  at  the  end  of  a  fortnight  was  allowed  to  depart, 
but  the  value  to  the  City  of  a  building  where  prompt  isolation  could  be  at 
once  carried  out  was  in  this  case  amply  demonstrated — if  such  demonstration 
were  needed. 

Sanitary  Work,  1903. 


Total  number  of  visits  paid  by  Sanitary  Inspector  ....  611 

Total  number  of  nuisances  found  ....  ....  ....  104 

Complaints  received  ....  ....  ....  ....  47 

Notices  served  ....  ....  ....  ....  ....  46 

Verbal  notices  given  ....  ....  ....  ....  68 

Nuisances  remedied  ....  ....  ....  ....  95 

NATURE  OF  NUISANCES 

Sinks  disconnected  ....  ...  ....  ....  4 

Defective  drains  reconstructed  and  relaid  ....  ....  28 
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Ashpits  reconstructed 
Ashpits  repaired  .... 

Privies  converted  into  w.c’s. 
Defective  w.c’s.  repaired 
Nuisances  from  Animals 
Defective  or  untrapped  gullies 
Dirty  houses 
Overcrowding 

Drains  choked  and  cleared  .... 
Smoke  from  chimney 


1 

3 

20 

8 

13 

13 

4 


3 

9 

3 

Total  104 


In  addition  the  drains  have  been  tested  with  the  smoke  test  at  37 
houses,  14  proving  defective^  and  have  been  relaid  wholly  or  in  part  where 
required. 

Night  Soil  Scavenging. 

The  work  in  this  department  has  now  been  in  the  hands  of  Council’s 
employees  for  over  12  months,  a  change  which  has  been  most  satisfactory  in 
every  way,  the  expected  slight  increase  in  cost  being  more  than  covered  by 
the  thorough  and  expeditious  manner  in  which  the  refuse  is  now  removed. 
Not  a  single  complaint  respecting  the  manner  in  which  the  work  has  been 
done  has  reached  the  office  during  the  twelve  months,  whilst  under  the 
contract  system  many  came  in  daily.  The  question  of  providing  a  tip  for  the 
southern  portion  of  the  City  requires  immediate  consideration,  the  only  one 
at  present  in  use  for  the  whole  sanitary  area  being  situated  at  Low  Common. 
A  central  refuse  destructor  would  be  by  far  the  best  solution  to  the  difficulty, 
a  method  of  disposal  which  is  on  modern  sanitary  lines,  tipping  refuse  in 
heaps  to  polute  the  atmosphere  being  but  little  improvement  upon  that  in 
vogue  a  century  or  more  ago.  If  the  heat  generated  by  a  destructor  in  Ripon 
could  be  utilised  for  power  of  a  useful  nature,  no  hesitation  should  for  a 
moment  delay  the  acquisition  to  the  City  of  a  modern  refuse  destructor,  on 
similar  lines  to  those  now  adopted  by  several  towns  of  equal  size  to  Ripon  in 
the  Midlands  and  South  of  England. 

The  number  of  Ashpits  emptied  last  year  was  3312,  from  whioh  3909 
loads  were  removed,  and  upwards  of  275  dustbins  were  emptied  every  Monday, 
and  about  32  on  Friday  nights  during  the  year. 
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New  Sewers. 

Daring  the  past  year  a  new  12  inch  and  9  inch  sewer  has  been  laid, 
commencing  at  Skellbank,  across  the  fields  to  Bishopton  Bridge,  following 

the  line  of  the  new  road  now  being  constructed,  and  thence  along  the  highway 

to  Bishopton  Village,  all  existing  house  connections  being  connected  to  the 
new  sewer,  the  contract  for  which  amounted  to  £437. 

4  new  9  inch  sewer  was  also  laid  up  Palace  Road,  to  drain  the  new 
Highfield  estate,  at  a  cost  of  £120. 

A  new  9  inch  sewer  was  laid  up  Harrogate  Road,  to  Quarry  Moor,  at  a 
cost  of  £112- 

The  existing  sewers  have  been  regularly  flushed,  and  three  chokages, 
through  foreign  matter  having  been  introduced  into  the  drains,  removed. 

Sewage  Farm. 

During  the  twelve  months  a  great  improvement  in  the  condition  of  the 
Sewage  Farm  has  taken  place.  The  osier  roots  which  had  contributed 
largely  to  the  choking  up  of  the  irrigation  area  were  dug  up  and  removed 

after  which  the  land  was  skimmed  and  cleaned,  some  3400  loads  being  taken 
off  the  beds.  This  effected  a  wonderful  improvement  but  signs  of  further 
silting  up  were  noticed  and  plans  were  prepared  for  the  construction  of  an 
efficient  sedimentation  tank  on  modern  principles,  but  no  further  action  was 
taken.  During  the  Autumn  five  beds  were  thoroughly  underdrained  and  now 
deal  rapidly  with  the  storm  water  which  reaches  the  Farm.  The  heavy  and 
exceptional  rainfall  has  been  a  s  serious  item  this  year  and  had  it  not  been 
for  the  work  done  during  the  twelve  months,  and  had  the  Farm  been  left  in 
its  previous  condition,  the  whole  area  would  have  been  flooded  out,  with 
serious  after  results.  A  screening  chamber  has  been  built,  with  storm 
overflow  on  to  underdrained  land  and  an  additional  grit  chamber  constructed. 
A  proper  settling  tank  to  remove  the  solids  and  so  keep  the  greater  portion 
from  clogging  the  land  is  all  that  is  now  necessary  to  bring  the  Farm  into  a 
condition  second  to  none  so  far  as  purification  purposes  go,  a  vastly  improved 
condition  of  affairs  from  that  existing  last  year. 

The  small  works  at  Ure  Bank  are  receiving  careful  and  regular 
attention  and  no  complaint  of  them  has  been  received  from  the  West  Riding 
Rivers  Board  or  any  individual  ratepayer. 
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Various  Sanitary  Improvements. 

The  following  are  a  few  of  the  principal  sanitary  improvements  carried 
cut  during  the  year  1903. 

1-  City  Arms,  High  Skellgate.  Old  privies  converted  into  w.c’s.,  new 
urinal,  drains  and  gullies. 

2.  8.  Allliallowgate.  Privy  converted  into  w.c.  and  ashbins  provided, 
old  urinal  abolished. 

3.  45-51,  Stonebridgegate.  Drains  opened  upf  cleared  and  relaid. 

4.  Yorecroft,  Littlethorpe  Road.  Drains  oleared,  ventilator  raised,  &c . 

5.  Darley  Lodge,  Littlethorpe  Road.  Length  of  defective  drain 

relaid. 

6.  Yorkshire  Hussar  Yard,  Queen  Street.  Drains  relaid  at  proper 
gradients. 

7.  29,  Market  Plaoe.  Leaks  in  drains  at  back  repaired. 

8.  1,  Princess  Tenace.  New  soil  and  ventilation  shaft  and  general 
repairs. 

9.  82,  North  Sreet.  New  w.o.  for  workpeople. 

10.  Black  Bull  Hotel,  Market  Place.  Stables  concreted,  drained  and 
ventilated.  New  w.c  and  dust  bins,  also  new  urnial. 

11.  Saracens  Head,  North  Street.  Midden  closet  converted  into  w.c- , 
dust  bins  provided. 

12.  Thompson’s  Court,  Allhallowgate.  Portion  of  defective  drains 

relaid. 

13.  20,  Westgate.  New  w.c.  and  asb  bins  provided  in  place  of  old 
midden  closet. 

14.  Brewers  Arms,  Bondgate  Green.  Town  water  laid  on  in  place  of 
shallow  well. 

15.  35,  Kirkgate.  Roof  and  dilapidated  back  premises  repaired. 

16.  The  Grapes,  Fishergate.  Improvements  to  drainage  of  urinal  and 

yard. 

17-  Stanley  Terrace,  Bondgate  Green.  Yard  drained,  also  new 
manure  pit  and  piggery  rebuilt  and  drained. 
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18.  Old  Grammar  School,  Bondgate.  Choked  drain  and  gullies 
repaired. 

19.  Fairfield  Villas,  Palace  Road.  Defeots  in  drains  repaired. 

20.  24  and  31,  Lickley  Street.  New  gullies  and  drains. 

21.  Royal  Oak  Hotel,  Kirkgate.  New  w.c.,  and  portion  of  drains 
relayed  and  repairs  to  stables,  &c. 

22.  Miss  Metcalfe’s  Yard,  Canal  Road.  Three  new  closets  in  place  of 
defective  midden  closets,  new  drains  laid  and  ashbins  provided. 

23.  2,  Stouebridgegate.  Foul  manure  pit  undrained  and  defective 
stabling,  new  manure  pit  built  and  stables  repaired. 

24.  Springfield  House,  Dallamires  Lane.  Defective  drains  through¬ 
out  removed,  and  new  system  entirely  laid  down. 

25.  Ripon  Union  Workhouse.  Drainage  choked  and  defective,  an 
entirely  new  systen  of  drains  laid  with  gullies,  &c .,  throughout. 

26.  No.  6,  College  Road.  New  drains  laid  to  sewer  to  replace 
defective  drains. 

27.  24,  Coltsgata  Hill.  Drains  relaid  and  manhole  built. 

28.  Bishopton  Grove.  Connected  to  new  main  sewer. 

29.  Bishopton  Lodge.  Connected  to  new  main  sewer. 

30.  Mr.  Neave’s,  Bishopton.  Connected  to  new  main  sewer. 

31.  Cottages,  Bishopton.  occupied  by  Mrs-  Thompson,  <fcc.,  connected 
to  new  main  sewer. 

32.  St.  Wilfrid’s  Hotel,  North  Street.  Choked  drains  and  closets 
repaired. 

33.  1,  Kirkgate.  Defective  drains  relaid  throughout. 

34.  7,  Wellington  Street.  New  w.c.  and  dust  bins  in  place  of 
midden  closet. 

35.  27,  Market  Place.  Additional  closets,  drains,  &c. 

36.  22,  Westgate.  New  w.c.  and  dust  bins,  yard  drained  and 
ashphalted. 
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Deposited  Plans. 

Plans  for  the  following  were  deposited  and  approved  by  the  Buildings 
and  Sanitary  Committee. 

1.  New  Road.  Bishopton  Bridge  to  Skellbank. 

2.  Two  Villas.  Clotherholme  Lane,  for  Mrs.  Court. 

3.  Three  Shops,  Ac.  Market  Place  and  Westgate.  Messrs.  Freeman, 
Hardy  and  Willis. 

4.  Two  Villas.  Quarry  Moor,  Harrogate  Road,  for  Mr.  W.  Webster, 

5  House.  Bondgate  Green  Lane,  for  Mr.  T.  Hargrave. 

6.  House.  Littlethorpe  Terrace,  for  Mr,  J.  Suggett. 

7.  Two  Villas.  College  Road,  for  Mr.  J.  Coldbeck. 

8.  Twelve  Houses.  St.  Agnesgate,  facing  river,  for  Mr.  A.  Trees. 

9.  Dwelling  House.  High  St.  Agnesgate,  for  Mr.  Trevor. 

10.  Eleven  Houses.  Brewster  Terrace,  for  Mr.  G.  Brewster. 

11.  Additions  to  Cottage  Hospital,  Firby  Lane. 

12.  Alterations  to  Mo.  5,  Skellbank,  for  Dr.  Bowman. 

13.  Alterations  to  Grange  Close,  Littlethorpe  Road,  for 
Mr.  Lockwood. 

14.  New  Warehouses,  &c.  Bondgate  Green,  for  Messrs. 
R.  Kearsley  &  Co. 

15.  New  Laboratories.  Grammar  School. 

16-  Spa  Baths.  Park  Street,  for  City  Council,  Ac.,  &c.,  &c.,  &c. 

Factory  and  Workshops  Act,  1901. 

The  Factories  in  Ripon,  according  to  the  strict  meaning  of  the  term, 
are  few  in  number,  and  in  all  of  these  I  have  found  the  requirements  of  the 
Act  fully  carried  out.  In  the.  Workshops  of  the  City,  as  I  stated  in  my  last 
Annual  Report,  the  number  of  hands  employed  in  each  is  not  large,  and 
therefore  there  is  no  difficulty  in  complying  with  the  demands  of  the  Act 
with  regard  to  air  space,  ventilation  and  adequate  Sanitary  conveniences. 
In  one  case  where  some  deficiencies  had  been  pointed  out  last  year  it  was 
stated  that  the  property  had  changed  hands  and  was  likely  to  be  pulled  down 
and  therefore  no  alterations  had  been  made. 
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I  have  visited  and  inspected  the  common  lodging  houses  from  time  to 
time,  and  have  also  visited  the  slaughter  houses,  cowsheds  and  dairies  within 
the  City.  I  am  still  of  opinion  that  a  Public  Slaughter  House  is  much 
needed  in  the  City,  as  the  Sanitary  condition  of  some  of  the  slaughter  houses 
is  not  always  what  it  should  be,  and  one  or  two  of  them  are  much  too  close 
to  dwelling  houses.  The  various  dairies  and  cowsheds  now  all  comply  with 
the  requirements  of  the  bye-laws. 

I  have  at  various  times  in  company  with  the  Sanitary  Inspector 
visited  and  inspected  the  cottage  property  throughout  the  City. 

Year  by  year  there  is  a  steady  improvement  in  the  dwellings  of  the 
working  classes  throughout  the  City.  By  degrees  insanitary  ashpits  and 
privies  are  being  done  away  with,  and  many  of  the  new  cottages  which 
have  been  built  of  late  years  are  now  provided  with  w.c’s  and  sanitary 
dustbins.  I  am  glad  to  be  able  co  report  that  during  the  past  year  very  few 
cases  of  dirt  and  over-crowding  have  been  brought  to  my  notice. 

I  have  attended  the  Meetings  of  the  Sanitary  Committee,  and  have 
when  required  given  advice  on  matters  affecting  the  Public  Health. 

I  have  the  honour  to  remain,  Gentlemen, 

Your  Obedient  Servant, 

G.  R.  GREEN, 

Medical  Officer  of  Health. 

To  the  Sanitary  Committee. 
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CITY  OF  RIPON. 


Population  ....(Males  ....  ....  ....  ....  3708 

(1901)  (Females  ....  ....  ....  ....  4522 

-  8230 

Inhabited  Houses  (1901)  ....  ....  ....  ....  ....  1854 

Uninhabited  ,,  ,,  98  used  as  Warehouses,  165  uninhabited  263 

Houses  Building  ,,  ....  ....  ....  ....  11 

Area  in  Statute  Acres  ....  ....  ....  ....  ....  1792 

Persons  to  an  Acre  ....  ....  ....  ....  ....  4'6 

Total  Deaths  for  1903  ....  ....  ....  ....  ....  145 

Deaths  from  Zymotic  Diseases  ....  ....  ....  ....  5 

Total  Death-rate  per  1000  ....  ....  ....  ....  16T 

Births  :  107  Males,  91  Females  ....  ....  ....  ....  198 


Year. 

Births. 

Deaths  in 
Public 
Institutions. 

Total 

Deaths. 

Death-rate 

exclusive 

Of  Public 
Institutions. 

Total 

[>cath-rate. 

Deaths  from 
Zymotic 
Diseases. 

Deaths  under 
one  year. 

Deaths  over 

sixty  live  year* 

1878 

223 

25 

170 

21-3 

24  9 

31 

36 

58 

1879 

242 

20 

180 

23-5 

26-4 

12 

38 

60 

1880 

222 

18 

163 

2P3 

23  9 

12 

39 

55 

1881 

219 

13 

131 

161 

17-9 

9 

23 

52 

1882 

229 

18 

137  1 

16  1 

18-3 

6 

27 

54 

1883 

217 

26 

136 

14-6 

18-1 

6 

23 

5L 

1884 

243 

18 

147 

171 

19*4 

4 

35 

55 

1885 

200 

14 

118 

13  7 

15  5 

9 

II 

55 

1886 

227 

12 

157 

191 

20*7 

21 

29 

66 

1887 

229 

16 

166 

19-6 

2P7 

8 

37 

62 

1888 

223 

16 

145 

16-8 

18  9 

21 

38 

39 

1889 

232 

20 

143 

16 

18-7 

9 

22 

57 

1890 

207 

18 

129 

15-3 

17-1 

10 

25 

52 

1891 

178 

16 

154 

18-5 

20-5 

4 

26 

66 

1892 

189 

26 

176 

19-5 

23 

6 

22 

81 

1893 

184 

14 

166 

20 

22*1 

26 

25 

57 

1894 

186 

13 

140 

|  17 

18  5 

6 

31 

50 

1895 

208 

8 

122 

15 

16-1 

8 

25 

43 

1896 

196 

16 

132 

152 

17*4 

17 

25 

60 

1897 

187 

14 

117 

13-5 

15  3 

3 

14 

60 

1898 

192 

16 

148 

17-2 

19  3 

JI 

26 

68 

1899 

194 

16 

135 

14 

14-4 

12 

34 

44 

1900 

177 

18 

146 

14-2 

15T 

9 

20 

64 

1901 

204 

16 

143 

16-5 

17-3 

9 

21 

50 

1902 

164 

14 

124 

13  09 

14-5 

5 

22 

42 

1903 

198 

27 

145 

138 

16- 1 

5 

18 

45 

